





Utilizing the combined talents of an international team of designers, musicians and craftsmen, 
Squier was created to produce quality guitars, basses and amplifiers at extremely reasonsable 
prices. Featuring the models which have now become household words -- Stratocaster®, Telecas- 
ter®, Precision Bass®, Jazz Bass® and Sidekick™ -- the Squier line brings quality and style to 
everyone, from students to professionals alike. 

The Squier Sidekick amplifiers offer a variety of professional options in a rugged, compact 
package. Features such as 3-band tone controls, Volume/Gain/Master circuits and Headphone 
Jacks render these little dynamos perfect for every situation. And the state-of-the-art, solid-state 


Contemporary 
Stratocaster 
(33-1000) 


1 Humbucking, 
2 Single-coil Pickups 


1 Volume, 2 Tone Controls 


Floyd Rose® Licensed 
Tremolo 


5-Position Selector Switch 


Scale Length: 25.5" 
(647.7 mm) 


Rosewood I Basidelercvacl 


Neck Radius: 12” 
(304.8 mm) 


Colors: 506, 555, 582, 584 


STetiteetael 
Stratocaster 
(33-2000) 


3 Single-coil Pickups 

1 Volume, 2 Tone Controls 
Vintage-style Tremolo 
5-Position Selector Switch 


Scale Length: 25.5" 
(647.7 mm) 


Rosewood Fretboard 


Neck Radius: 12” 
(304.8 mm) 


Colors: 506, 558, 580 


Standard 
Stratocaster 
(33-2002) 


3 Single-coil Pickups 

1 Volume, 2 Tone Controls 
Vintage-style Tremolo 
5-Position Selector Switch 


Scale Length: 25.5" 
(647.7 mm) 


Maple Neck 


Neck Radius: 12" 
(304.8 mm) 


Colors: 506, 558, 580 


Standard 
Telecaster 
(33-3002) 


2 Single-coil Pickups 
1 Volume, 1 Tone 
3-Position Selector Switch 


Scale Length: 25.5" 
(647.7 mm) 


Maple Neck 


Neck Radius: 12" 
(304.8 mm) 


Colors: 501, 506 


Standard 
Precision Bass 
(33-4000) 


1 P-Bass style Pickup 
1 Volume, 1 Tone 


Scale Length: 34” 
Colom momenleed) 


Rosewood Fretboard 


Neck Radius: 12" 
(304.8 mm) 


Colors: 506, 558, 580 





Standard 
Jazz Bass 
eee SY) 


2 J-Bass style P 
2 Volume, 1 Tor 


Scale Length: 3¢ 
Coles mom estes’) 


Rosewood Freth 


Neck Radius: 12 
(304.8 mm) 


Colors: 506, 580 


ough to beat. 





construction guarantees consistent, long-lasting performance under even the most demanding 


xeyaeninteyatce 


When you purchase a Squier product you'll experience the culmination of expert manufactur- 
ing techniques, from the selection of quality hardwoods to the winding of pickups, right down to 
the final setup of each instrument or amplifier. 

So compare sound, compare fit-and-finish, compare prices .. . youll discover that Squier means 


unbeatable value in your next guitar, bass or amplifier! 





| SQUIER 

‘ickups ~=§ SIDEKICK 

. Control AMPLIFIERS 
joard 


Squier 15 
(23-0500) 


15 watts 
1 Channel, 1 Input 


3 Tone Controls, 
Vol/Gain/Master 


Headphone Jack 
8" Speaker 


2" xis" x7" 
12 Lbs. 


Squier SK I5R 
ee SAU IT) 


ee elar 


1 Channel, 1 Input 


3 Tone Controls, 
Vol/Gain/Master 


Headphone Jack 
8" Speaker 


12" s13"2T 
12 Lbs. 


Squier SK 25R 
VE SALI) 


25 watts 
1 Channel, 2 Inputs 


Bi Koy s(- mk Oroyeln ae) (oe 
Vol/Gain/Master, 
Footswitch 


Headphone Jack 


_Pre-Amp Output, 


Power Amp Input 
Presence, Reverb 
10 " Speaker 


15"x 15" x 8" 
21 Lbs. 


Squier SK Switcher 
OF: SYA) 


30 watts 
2 Channels, 2 Inputs 


2 Tone Controls--Ch. A, 
3 Tone Controls--Ch. B, 
Vol/Gain/Master--Ch. B, 
Footswitch 


Presence, Reverb 


Pre-Amp Output, 
Power Amp Input 


Presence, Reverb 
12” Speaker 


16" x 16.5" x 9" 
25 Lbs. 


Squier SK Bass 
OZ: SBI) 


30 watts 

1 Channel, 2 Inputs 
3 Tone Controls, 
Pre-Amp Gain, 
Limiter 

Headphone Jack 
Pre-Amp Output 

10" Speaker 

Closed Back Cabinet 


19"x 16" x12" 
29 Lbs. 





Squier SK Keyboard 
(24-2400) 


30 watts 


1 Channel, 
2 Inputs w/separate 
Volume Controls 


3 Tone Controls 
Headphone Jack 


Pre-Amp Output 
10" Speaker 


18" x 14.5" x 9” 
23 Lbs. 


Stratocaster, Telecaster, Precision Bass and Jazz Bass are registered trademarks of Fender Musical Instruments, © 1988. Specifications subject to change without notice. 








Printed in the U.S.A. 


Scale psa 25. 5 
_ (647.7 mm) 


Rosewood Fretboard | 


_ "Neck Radi ius: 12” 
_@edsmm) 


Colors: 5 506, 65, 558 
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